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DEPARTMENT OF THE ARMY 

U. S. ARMY MATERIEL SYSTEMS ANALYSIS ACTIVITY 
Aberdeen Proving Ground, Maryland 21005 

REPLY TO 
ATTENTION OF 

DRXSY-A 13 September 1982 

SUBJECT: Project Grill Flame 


HQ, INSC0M 

ATTN: IAGPC-G (Lt Col Jachim) 

Fort Meade, MD 20755 


Inclosed is an evaluation of Project Grill Flame reports as you 


requested. 


1 Incl 
as 



DANIEL D. O'NEILL 
Chief 

Air Warfare Division 
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